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E.O. 11652: NA 

TAGS: OGEN, ETRD, EIND, TBIO, JA 

SUBJECT: EDA ADVISORY - DEFECTIVE INTRA-AORTIC BALLOON 
PUMPS (RECALL T-098-8) 

REE: STATE 138793/1 


THE JAPANESE IMPORTER, KONTRON K.K., TOKYO, AND THE 
EXCLUSIVE DISTRIBUTOR, AHS/JAPAN CORPORATION, TOKYO OF 
THE PRODUCTS IN QUESTION CONFIRMED TO THE EMBASSY THAT 
THEY HAD BEEN INFORMED OE THE PROBLEM AND THE CORRECTIVE 
ACTION REQUIRED. HOWEVER, THEY TOLD THE EMBASSY THAT THE 
LIST OF THE JAPANESE CONSIGNEES AS MENTIONED IN THE REFTEL 
IS INACCURATE, AND THEY PROVIDED THE FOLLOWING LIST OF 
THE JAPANESE USERS OE THE PRODUCTS IN QUESTION: 

DR. M. OKADA, KOBE UNIVERSITY HOSPITAL, KOBE 

DR. R. OMOTO, MITSUI MEMORIAL HOSPITAL, TOKYO 

DR. T. IWA, KANAZAWA UNIVERSITY HOSPITAL, KANAZAWA-CITY 

DR. Y. KATAOKA, KOMATSUJIMA RED-CROSS HOSPITAL' KOMATSUJIMA- 

CITY 

DR. SUZUKI, JUNTENDO UNIVERSITY HOSPITAL, TOKYO 

DR. S. HOSHINO, FUKUSHIMA PREFECTURAL MEDICAL COLLEGE HOSP., 

FUKUSHIMA-CITY 

DR. T. ISHIKAWA, KUROISHI WELFARE HOSPITAL, KUROISHI-CITY 

DR. H. KAMEYA, TOHO OHMORI HOSPITAL, TOKYO 

DR. A. MASUDA, KANSAI MEDICAL COLLEGE HOSPITAL, OSAKA 

DR. T. KISHIDA, OSAKA MEDICAL COLLEGE HOSPITAL, OSAKA 
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DR. R. YASUDA, SHIGA ADULT DISEASE CENTER, OHTSU-CITY 

DR. Y. KOH, KOKURITSU JUNKANKI CENTER, OSAKA 

DR. Y. HARATA, HAMAMATSU MEDICAL COLLEGE HOSPITAL, 

HAMAMATSU-CITY 

DR. K. MASUDA, PUBLIC TOYOOKA HOSPITAL, TOYOOKA-CITY 
DR. S. SAKAKIBARA, SAKAKIBARA MEMORIAL HOSPITAL, TOKYO 
DR. T. ISHIDOYA, EHIME UNIVERSITY HOSPITAL, MATSUYAMA-CITY 
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DR. Y. KIN 

OSHITA, AKAE-KAI TSUCHIYA HOSPITAL, HIROSHIMA- 
CITY 

DR. N. BABA, NATIONAL NAGASAKI CENTRAL HOSPITAL, 

OHMURA-CITY 

DR. T. ITOH, TSUKUBA UNIVERSITY HOSPITAL, TSUCHIURA-CITY 

DR. S. TANAKA, DEEENSE MEDICAL COLLEGE HOSPITAL, TOKOROZAWA- 

CITY 

DR. T. ISHIHARA, NIHON-KAIIN-EKISAI-KAI HOSPITAL, 

NAGASAKI-CITY 

DR. T. BAN, KOKURA MEMORIAL HOSPITAL, KOKURA-CITY 
MANSEIELD 
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